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Page: 


For Date: 05/23/2018 - Wednesday 


Call Number 


Time Call Reason 


Action 


Priority Duplicate 


18-6043 0903 

Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Modified By: 
Calling/Inv. Party: 

Narrative: 


Phone - ANIMAL COMPLAINT SERVICES RENDERED 2 

0057 - ELLIS, LISA 
165 POND ST 
UXBRIDGE 
FIRE DISTRICT 2 

05/23/2018 0904 0057 - ELLIS, LISA 
05/24/2018 2322 0017 - MACDONALD, BRIAN 

DICKINSON, PAIGE LE @ 165 POND ST - UXBRIDGE, MA 01569-2021 
Sex: F 

05/23/2018 0904 ELLIS, LISA 

Caller says her peacock bird is missing. I advised her I 
would let the patrols know and I also gave her the phone 
number for ACO Sullivan. 


For Date: 05/24/2018 - Thursday 


18-6088 


0628 Phone - ANIMAL COMPLAINT 


REFERRED TO OTHER AGENCY 2 


Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Calling Party: 


Party Entered By: 
Involved Party: 

Narrative: 


0139 - LAVERDIERE, LAURA 

57 LANDRY LN 

UXBRIDGE 

FIRE DISTRICT 1 

05/24/2018 0652 0139 - LAVERDIERE, LAURA 
Unknown 508-234-6135 

NESTOR, LISA D @ 57 LANDRY LN - UXBRIDGE, MA 01569-1652 
Sex: F 

05/24/2018 0700 0139 - LAVERDIERE, LAURA 

DICKINSON, PAIGE LE @ 165 POND ST - UXBRIDGE, MA 01569-2021 
Sex: F 

05/24/2018 0651 LAVERDIERE, LAURA 

RE: 18-6043 

PARTY CALLED TO REPORT THE MISSING PEACOCK HAS BEEN IN HER 
BACK YARD SINCE YESTERDAY. ACO NOTIFIED AND WILL MEET THE 
OWNER THERE TO CAPTURE THE BIRD. 


18-6099 1027 

Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Calling Party: 
Narrative: 


Phone - ANIMAL COMPLAINT 

0057 - ELLIS, LISA 
108 CHAMBERLAIN RD @ 309 HIGH 
UXBRIDGE 
FIRE DISTRICT 1 
05/24/2018 1030 0057 - ELLIS, 
BELANGER, ANN @ * **UNKNOWN*** 
05/24/2018 1030 ELLIS, LISA 
Caller says the peacock was just 
Chamberlain Rd. and High St. Ia 
reach ACO Sullivan. 


SERVICES RENDERED 2 

ST 

LISA 

- UXBRIDGE, MA 01569 

seen in the area of 
so gave her the number to 


18-6119 1629 Phone - ANIMAL COMPLAINT 


NO SERVICE NECESSARY 2 


Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Narrative: 


0133 - JACKMAN, SHANNA 

24 POND ST 

UXBRIDGE 

FIRE DISTRICT 2 

05/24/2018 1631 JACKMAN, SHANNA 

MALE PARTY CALLED TO REPORT HE SAW THE MISSING PEACOCK IN 
HIS BACKYARD. ACO SULLIVAN ADVISED AND STATED HE HAS TRIED 
CATCHING THE BIRD AND HAS BEEN UNSUCCESSFUL. HE IS NO LONGER 
IN PURSUIT. 


For Date: 05/25/2018 


Friday 
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18-6151 1008 

Phone - ANIMAL COMPLAINT AREA SEARCH NEGATIVE 2 

Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Calling Party: 

0112 - LEFEBVRE, JOSEPH 

SOUTH BEFORE EXIT 2 - RTE 146 

UXBRIDGE 

FIRE DISTRICT 2 

05/25/2018 1009 0112 - LEFEBVRE, JOSEPH 

COONAN, LINDAY @ ***UNKNOWN*** 

Sex: F 

Unit: 

410 SULLIVAN, KEVIN 

Narrative: 

Disp-10:12:3 6 Arvd-10:15:15 Clrd-10:19:30 

05/25/2018 1008 LEFEBVRE, JOSEPH 

CALLER REPORTS PEACOCK ON MEDIAN IN THIS AREA. 

Narrative: 

05/25/2018 1019 LEFEBVRE, JOSEPH 

OFFICER SULLIVAN REPORTS NEGATIVE FINDINGS. 


Narrative: 05/25/2018 1045 LEFEBVRE, JOSEPH 

MSP MADE AWARE OF CALL. 


18-6178 1835 

Phone - ANIMAL COMPLAINT REFERRED TO OTHER AGENCY 2 

Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Narrative: 

0139 - LAVERDIERE, LAURA 

SB AT MM 3.8 - RTE 146 

UXBRIDGE 

FIRE DISTRICT 2 

05/25/2018 1838 LAVERDIERE, LAURA 

CALLER REPORTS PEACOCK WAS SPOTTED IN THIS AREA. ACO 

SULLIVAN NOTIFIED. HE STATES THAT HE HAS HAD NO LUCK WITH 

CATCHING IT; IT FLIES UP IN A TREE WHEN SOMEONE APPROACHES. 

Narrative: 

05/25/2018 1907 LAVERDIERE, LAURA 

TWO MORE CALLS REPORTING PEACOCK WAS SPOTTED BETWEEN EXITS 2 
& 1 . 


For Date: 05/26/2018 - Saturday 


18-6202 0630 

Phone - ANIMAL COMPLAINT AREA SEARCH NEGATIVE 2 

Call Taker: 
Location/Address : 
Jurisdiction: 
Fire District: 

Unit: 

0059 - GRANT, CATHY 

DESJARDIN RESIDENCE - 209 RICHARDSON ST 

UXBRIDGE 

FIRE DISTRICT 2 

408 TRIPP, KYLE 

Narrative: 

Disp-0 6:32:32 Arvd-06:39:49 Clrd-06:46:24 

05/26/2018 0634 GRANT, CATHY 


CALLER REPORTS THE PEACOCK IS IN HER BACKYARD, LEFT A VOICE 
MESSAGE WITH THE OWNER PAIGE DICKERSON TO WHERE HER BIRD 
WAS. OFF. TRIPP ENROUTE TO THE AREA. 


Narrative: 

05/26/2018 0647 GRANT, CATHY 

OFF. TRIPP REPORTS THE BIRD WAS GONE UPON ARRIVAL. 

Narrative: 

05/26/2018 0658 LEFEBVRE, JOSEPH 

OWNER CALLED BACK AND WAS UPDATED AND WILL CHECK AREA. 

18-6216 1306 

Phone - ANIMAL COMPLAINT REFERRED TO OTHER AGENCY 2 

Call Taker: 
Location/Address : 
Jurisdiction: 
Fire District: 
Party Entered By: 

Calling Party: 
Party Entered By: 
Calling Party: 

0112 - LEFEBVRE, JOSEPH 

ROGERSON CRSG 

UXBRIDGE 

FIRE DISTRICT 1 

05/26/2018 1308 0112 - LEFEBVRE, JOSEPH 
* * *UNKNOWN* * * 

05/26/2018 1312 0112 - LEFEBVRE, JOSEPH 

SIMOKONIS, DANIEL J @ 36 CROWN & EAGLE WAY - UXBRIDGE, MA 01569-1244 

Sex: M 

Narrative: 

05/26/2018 1308 LEFEBVRE, JOSEPH 


Uxbridge Police Department 

Selective Search From: 03/15/2018 Thru: 06/01/2018 0000 - 2359 Printed: 11/04/2019 

CALLER REPORTS A PEACOCK IN THE AREA OF THE BRIDGE - ACO AND 
OWNER ADVISED. 


For Date: 05/27/2018 - Sunday 


18-6239 0617 

Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Calling Party: 

Unit: 

Narrative: 


Phone - ANIMAL COMPLAINT SERVICES RENDERED 2 

0059 - GRANT, CATHY 

AREA OF BOSTON - E HARTFORD AVE 

UXBRIDGE 

FIRE DISTRICT 1 

05/27/2018 0620 0059 - GRANT, CATHY 

LAVALLEE, ROGER R @ 23 S MAIN ST - UXBRIDGE, MA 01569 
Sex: M 

406 LARRABEE, JOHN 

Disp-06:20:17 Arvd-06:25:15 Clrd-06:47:42 

05/27/2018 0620 GRANT, CATHY 

CALLER REPORTS THE PEACOCK IS WALKING ON E HARTFORD AVE IN 
THE AREA OF BOSTON STREET. CONTACT MADE WITH THE OWNER, 

PAIGE DICKERSON WHO STATED SHE WOULD TAKE CARE OF IT. OFF. 
LARRABEE ENROUTE TO THE AREA. 


Narrative: 05/27/2018 0625 GRANT, CATHY 

OFF. LARRABEE REPORTS OFF IN THE AREA OF THE BLANCHARD 
SCHOOL. 


Narrative: 05/27/2018 0634 GRANT, CATHY 

CONTACT MADE WITH THE OWNER AND UPDATED, SHE HAS APPROX A 15 
MIN ETA TO THE AREA. 


Narrative: 05/27/2018 0645 GRANT, CATHY 

Modified By: 05/27/2018 0647 GRANT, CATHY 

OFF. LARRABEE REPORTS THAT THE BIRD HAS FLOWN AWAY TOWARDS 
HARVARD AND YALE, OWNERS UPDATED AND WILL BE CHECKING THE 
AREA THEMSELVES. 


Narrative: 05/27/2018 0736 MACDONALD, BRIAN 

Owner has requested that we do not call Animal Control or 
send police for this call any more. They advise to just give 
the caller the phone number 508-560-0597. 


18-6248 1640 Phone - ANIMAL FOUND REFERRED TO OTHER AGENCY 

3 


Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Narrative: 
Modified By: 


0133 - JACKMAN, SHANNA 

[UX 3231] CROWN AND EAGLE APARTMENTS - BOX 3231 - 99 E HARTFORD AVE 
UXBRIDGE 
FIRE DISTRICT 1 

05/27/2018 1642 JACKMAN, SHANNA 
05/27/2018 1644 JACKMAN, SHANNA 

RECEIVED THREE CALLS REPORTING PEACOCK AT CROWN AND EAGLE. 

CALLERS WERE PROVIDED OWNER'S INFORMATION. 


For Date: 05/28/2018 - Monday 

18-6266 0824 Phone - ANIMAL COMPLAINT 


REFERRED TO OTHER AGENCY 


Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Calling Party: 

Narrative: 
Modified By: 


0207 - MCCALL, ASHLEY 
199 GRANITE ST 
UXBRIDGE 
FIRE DISTRICT 1 

05/28/2018 0825 0207 - MCCALL, ASHLEY 

WHITE, SAMANTHA @ 199 GRANITE ST - UXBRIDGE, MA 01569 
Sex: F 

05/28/2018 0825 MCCALL, ASHLEY 
05/28/2018 0826 MCCALL, ASHLEY 

CALLER REPORTS SEEING THE MISSING PEACOCK IN THE ABOVE AREA. 
NOW IS IN THE NEIGHBORS YARD. PROVIDED ACO NON EMERGENCY 
PHONE NUMBER. 
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Narrative: 
Modified By: 

05/28/2018 0839 MCCALL, ASHLEY 

05/28/2018 0844 MCCALL, ASHLEY 

SECOND CALL SPOTTING THE PEACOCK. LAST SEEN ON EAST HARTFORD 

NEAR LINWOOD ST. PROVIDED ACO PHONE NUMBER. 

Narrative: 

05/28/2018 0936 MCCALL, ASHLEY 

ANOTHER CALLER REPORTING THE PEACOCK IS ON CARINGTON LANE. 

Narrative: 

05/28/2018 1131 MCCALL, ASHLEY 

RECEIVED COUPLE MORE CALLS. UPDATED LOCATION IS BEHIND 19 

CARRINGTON LANE. 


For Date: 05/29/2018 - Tuesday 


18-6297 0701 

Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Narrative: 

Phone - ANIMAL COMPLAINT SERVICES RENDERED 2 

0207 - MCCALL, ASHLEY 

[UX KAPI] KAPI'S PUB INC. - 270 N MAIN ST 

UXBRIDGE 

FIRE DISTRICT 1 

05/29/2018 0703 MCCALL, ASHLEY 

A MALE CALLER REPORTS THE PEACOCK IS IN FRONT OF THE ABOVE 

LOCATION IN THE ROADWAY. CALLED OWNER WHO STATES HE WILL 

JUST FLY AWAY. 

18-6329 1417 

Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Calling Party: 

Phone - ANIMAL COMPLAINT SERVICES RENDERED 2 

0207 - MCCALL, ASHLEY 

217 DOUGLAS ST 

UXBRIDGE 

FIRE DISTRICT 1 

05/29/2018 1418 0207 - MCCALL, ASHLEY 

BARROWS, ALLEGRA B @ 217 DOUGLAS ST - UXBRIDGE, MA 01569 

Sex: F 

Narrative: 

05/29/2018 1418 MCCALL, ASHLEY 

CALLER REPORTS THE PEACOCK IS IN HIS BACKYARD AT THIS TIME. 

OWNERS INFO PROVIDED. 


18-6344 1823 Phone - ANIMAL CAPTURED REFERRED TO OTHER AGENCY 2 


Call Taker: 
Location/Address: 
Jurisdiction: 
Fire District: 
Party Entered By: 
Calling Party: 

0133 - JACKMAN, SHANNA 

410 HIGH ST 

UXBRIDGE 

FIRE DISTRICT 2 

05/29/2018 1824 0133 - JACKMAN, SHANNA 

MACDONALD, BRIAN M @ 275 DOUGLAS ST - UXBRIDGE, MA 01569 

Sex: M 

Narrative: 

05/29/2018 1824 JACKMAN, SHANNA 

MALE PARTY REPORTING THE PEACOCK HAS BEEN CONTAINED IN HIS 

GARAGE AND OWNER WAS NOTIFIED. 

Narrative: 

05/29/2018 2027 JACKMAN, SHANNA 

MALE PARTY REPORTING THE OWNER WASN'T ABLE TO CONTAIN THE 

PEACOCK IN THE CAGE THEY BROUGHT AND NOW THE PEACOCK IS OUT 

LOOSE AGAIN. 


For Date: 05/31/2018 - Thursday 


18-6398 0730 

Initiated - ANIMAL COMPLAINT REFERRED TO OTHER AGENCY 2 

Call Taker: 
Primary Id: 
Location/Address: 
Jurisdiction: 
Fire District: 
Initiated By: 

Unit: 

0112 - LEFEBVRE, JOSEPH 

0208 - TRIPP, KYLE 

BANGMA FARM - 500 W HARTFORD AVE 

UXBRIDGE 

FIRE DISTRICT 2 

408 - TRIPP, KYLE 

408 TRIPP, KYLE 


Uxbridge Police Department 

Selective Search From: 03/15/2018 Thru: 06/01/2018 0000 - 2359 Printed: 11/04/2019 


Vehicle Entered By: 

Modified By: 
Vehicle: 
Owner: 
Insurance Co: 
Policy No: 
Narrative: 


Arvd-07:30:00 Clrd-08:04:54 
05/31/2018 0739 0112 - LEFEBVRE, JOSEPH 
05/31/2018 0741 0112 - LEFEBVRE, JOSEPH 

WHI 2010 TOYT TUNDRA Reg: CON MA M61975 VIN: 5TFUY5F15AX123213 
@ 1 WALKER DR - UPTON, MA 01568-1354 
NGM INSURANCE COMP 

05/31/2018 0732 LEFEBVRE, JOSEPH 

OFFICER TRIPP OUT WITH VEHICLE PICKING UP DECEASED BIRD IN 
ROADWAY - APPEARS IT MAY BE A PEACOCK. 


Narrative: 05/31/2018 0734 LEFEBVRE, JOSEPH 

OFFICER TRIPP EN ROUTE TO UPD WITH BIRD - ACO SULLIVAN 
ADVISED AND WILL RESPOND. 


Narrative: 05/31/2018 0932 LEFEBVRE, JOSEPH 

ACO ON SITE - CONFIRMED THIS IS THE MISSING PEACOCK - OWNER 
ON SITE TO RETRIEVE DECEASED BIRD. 
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